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I've just gotten Dick's letters or 10/5 and 6 encl lies ten to correct 
an innocent error. Tiie second speed of the Z camera is 48 fps, not 24. uan ever, 
tiie description of tue manner of operation is accurate. Tile control is 8 vertical 
slide control which need move but a fraction of en inch, to slip from one speed 
into and out of tue other. I have examined his, after forcing fczt it into federal 
possession, and - nave one of my own, 8 duplicate tUetl think Tsui has seen do 
just tuis. 

There is another factor bearing on tais. I do not recell whether or not 
1 went into it in hurrying to send criticism to Paul as soon as I got his paper, 
ixe and .Alvarez hove duplicated one of Thompson's errors. It is not possible to 
calculate tue tins between frames by assuming a constant 18 fps exposure, for tee re 
is an interval, think of l/30 of a second, during widen each picture is snapped. 

It may overage out to 10 fps, but tnere remains another variation, at wust part 
of tnis interval each picture was taken. Tnls is not a precision machine. If 
succeeding pi cures were taken at either tue beginning or tue end of tue time, the 
variation, in terms of calculations, would seem to be considerable or for this to 
be possible. 1 ora not well ana do not; know if J " era being lucid, but without the 
greatest precision in tue sue oping of tue snutter, tn*- transporting of tue film, 
and in in intervals between succeeding swappings of tue snutter, is any calculation 
of any kind really possible? 

As I long ago pointed out to r aul, the necessary checking was never 
done on "Alvarez'" original work. He assumed end pontificated, but he proved 
nothing, except, perhaps, that s machine gun was used, since he postulated a 
single assassin, and that each blurring represented a shot. 

Paul, will recall that X allege;: his ba llistics work was totally invalid. 

-x think Dick's 10/5 contains sufficient on that, i also think there are other 
factors on ballistics into which Dick might uavo gone, tue differences in weight, 
for example, between ,30-o6 and 7/65. What remains totally unexplained is the 
employment of s total disqualification, the uso of the wrong rifle when the right 
one was readily available. Or the failure to used identical ammunition when that 
also was readily available. Paul knows and knew 1 had both and had, with Dick, 
done some testing, one of the results substantiating something tue ii'BI left 
eat i roly unexplained . 

Dick's point, which 1 else made, on skin, i? dealt with st some length 

by Helpern. 

reposts whet car.not be fobbed off by chidish expressions of alleged 
concern for 'my ulcer! there is no single, faithful reproduction of anything in 
this so-called test. I challenged Paul again to show me one aspect, no matter how 
tiny, that duplicates the alleged reality. A n almost every case, there is knowing 
end what must now fee regarded as deliberate lack of fidelity. I'o tue foregoing I 
add angles, which are quite important. 

And I concur in Dick’s ste temenitnat there is now irrefutable efcidenee 
on tue shooting. A neve it snd am not now disposed to give it to you. I got some 
of it recently under threat of suit. Unless Hi does more than disassociate himself- 
prohibits the use of what he has done- 1 fear that he will not be sble to live with 
himself when the inevitable consequences become clear. Sincerely, 

I nave de,iyyed writing Physic Today hoping to hear from Bri. I cs 
delay much longer. 




